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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 246889 

62 

ORIGIN EUR- 12 

INFO OCT-01 ISO-OO DLOS-05 PM-03 DODE-OO CIAE-00 INR-07 

NSAE-00 RSC-01 /029 R 

DRAFTED BY EUR/SE: LRGEORGE:PV 
APPROVED BY EUR/SE: JGDAY 
D/LOS - R. WESLEY 

044537 

R 082124Z NOV 74 
FM SECSTATE WASHDC 
TO AMEMBASSY ATHENS 

UNCLAS STATE 246889 

E.O. 11652: N/A 

TAGS:PLOS, MILL GR 

SUBJECT :FLAG DISPLAY ON NAVY SHIPS 

REF: ATHENS 7924, COMSCMED 01 1005Z NOV. 

ISSUE OF FOREIGN FLAG DISPLAY HAS NOT BEEN ADDRESSED IN ANY 
PREVIOUS LAW OF SEA CONFERENCE, NOR IS DEPARTMENT AWARE OF 
ANY PLANS FOR FUTURE DISCUSSION IN LAW OF SEA FORUM. 
DEPARTMENT WOULD APPRECIATE RECEIVING ANY INFORMATION 
MISSION MAY HAVE OBTAINED REGARDING INTENTION TO RAISE THIS 
ISSUE. MAW 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: LAW OF THE SEA, NAVAL SHIPS, FLAGS OF CONVENIENCE 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 08 NOV 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE246889 

Document Source: CORE 

Document Unique ID: 00 

Drafter: LRGEORGE:PV 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740323-0018 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 974/newtext/tl 9741 158/aaaabwwd. tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: ATHENS 7924, COMSCMED 011005Z NOV. 

Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 NOV 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13 NOV 2002 by maustmo; APPROVED <13-Nov-2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: LAG DISPLAY ON NAVY SHIPS 
TAGS: PLOS, MILL GR, US 
To: ATHENS 
Type: TE 
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